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Message Text 

UNCLASSIFIED 

PAGE 01 LAGOS 07647 090942Z 
ACTION COME-00 

INFO OCT-OI AF-IO ISO-00 EB-07 PASS-00 /0I8W 

122894 091359Z/40 

R 08151 IZJUL 77 
FM AMEMBASSY LAGOS 
TO SECSTATE WASHDC 2167 

UNCLAS LAGOS 7647 

E.O. 11652: N/A 
TAGS: BEXP, NI 

SUBJECT: FEASIBILITY STUDY FOR NATIONAL CONCRETE PIPE CO. 

DEPT. PASS TO: MR. J. BECKERT 

NATIONAL CONCRETE PIPE CO. 

250 EAST WISCONSIN AVENUE 
MILWAUKEE, WISCONSIN 53202 
TELEPHONE: (414) 276-8585 

1. AS PER TELEPHONE CONVERSATION THE ADDRESS YOU REQUESTED IS: 

J.O. FAJUSIGBE 
PRINCIPAL CONSULTANT 
BANIHA ASSOCIATES 
PHONIX MOTORS BUILDING 
52/54 DENTON STREET, OYINGBO 
P.O. BOX 35 

EBUTE-METTA, LAGOS 
TELEPHONE: 44006 

THIS COMPANY DOES THE TYPE OE EEASIBILITIES YOU ARE INTERESTED 
IN FOR THE MINISTRY OF INDUSTRIES. 

EASUM 

NOTE BY OC/T: PASSED ABOVE ADDEE. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 LAGOS 07647 090942Z 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 08-Jul-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977LAGOS07647 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770244-0950 

Format: TEL 
From: LAGOS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770778/aaaacpxg.tel 

Line Count: 54 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 6bdc146f-c288-dd11-92da-001cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 18-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1923893 
Secure: OPEN 
Status: NATIVE 

Subject: FEASIBILITY STUDY FOR NATIONAL CONCRETE PIPE CO. DEPT. PASS TO: MR. J. BECKERT NATIONAL CONCRETE PIPE CO. 
TAGS: BEXP, Nl 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/6bdc1 46f-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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